NASA/TM—2017-219564 


Examination of the Structural Response of the 
Orion European Service Module to Reverberant 
and Direct Field Acoustic Testing 


Mark E. McNelis, William O. Hughes, Jeffrey M. Larko, and Samantha A. Bittinger 
Glenn Research Center, Cleveland, Ohio 


Cyprien Le-Plenier 
Airbus Safran Launchers, Les Mureaux, France 


Vincent A. Fogt 
Johnson Space Center, Houston, Texas 


Ivan Ngan and Anthony C. Thirkettle 
European Space Agency, Noordwijk, Netherlands 


Mitch Skinner 
Lockheed Martin Company, Denver, Colorado 


Paul Larkin 
MSI DFAT Services, LLC, Baltimore, Maryland 


September 2017 


NASA STI Program . . . in Profile 


Since its founding, NASA has been dedicated 

to the advancement of aeronautics and space science. 
The NASA Scientific and Technical Information (STI) 
Program plays a key part in helping NASA maintain 
this important role. 


The NASA STI Program operates under the auspices 
of the Agency Chief Information Officer. It collects, 
organizes, provides for archiving, and disseminates 
NASA’s STI. The NASA STI Program provides access 
to the NASA Technical Report Server—Registered 
(NTRS Reg) and NASA Technical Report Server— 
Public (NTRS) thus providing one of the largest 
collections of aeronautical and space science STI in 
the world. Results are published in both non-NASA 
channels and by NASA in the NASA STI Report 
Series, which includes the following report types: 


« TECHNICAL PUBLICATION. Reports of 
completed research or a major significant phase 
of research that present the results of NASA 
programs and include extensive data or theoretical 
analysis. Includes compilations of significant 
scientific and technical data and information 
deemed to be of continuing reference value. 
NASA counter-part of peer-reviewed formal 
professional papers, but has less stringent 
limitations on manuscript length and extent of 
graphic presentations. 


« TECHNICAL MEMORANDUM. Scientific 
and technical findings that are preliminary or of 
specialized interest, e.g., “quick-release” reports, 
working papers, and bibliographies that contain 
minimal annotation. Does not contain extensive 
analysis. 


* CONTRACTOR REPORT. Scientific and 
technical findings by NASA-sponsored 
contractors and grantees. 


* CONFERENCE PUBLICATION. Collected 
papers from scientific and technical 
conferences, symposia, seminars, or other 
meetings sponsored or co-sponsored by NASA. 


¢ SPECIAL PUBLICATION. Scientific, 
technical, or historical information from 
NASA programs, projects, and missions, often 
concemed with subjects having substantial 
public interest. 


« TECHNICAL TRANSLATION. English- 
language translations of foreign scientific and 
technical material pertinent to NASA’s mission. 


For more information about the NASA STI 
program, see the following: 


« Access the NASA STI program home page at 
http://www.sti.nasa.gov 


¢ E-mail your question to help@sti.nasa.gov 


¢ Fax your question to the NASA STI 
Information Desk at 757-864-6500 


¢ Telephone the NASA STI Information Desk at 
757-864-9658 


¢ Write to: 
NASA STI Program 
Mail Stop 148 
NASA Langley Research Center 
Hampton, VA 23681-2199 


NASA/TM—2017-219564 


Examination of the Structural Response of the 
Orion European Service Module to Reverberant 
and Direct Field Acoustic Testing 


Mark E. McNelis, William O. Hughes, Jeffrey M. Larko, and Samantha A. Bittinger 
Glenn Research Center, Cleveland, Ohio 


Cyprien Le-Plenier 
Airbus Safran Launchers, Les Mureaux, France 


Vincent A. Fogt 
Johnson Space Center, Houston, Texas 


Ivan Ngan and Anthony C. Thirkettle 
European Space Agency, Noordwijk, Netherlands 


Mitch Skinner 
Lockheed Martin Company, Denver, Colorado 


Paul Larkin 
MSI DFAT Services, LLC, Baltimore, Maryland 


Prepared for the 

International Congress on Sound and Vibration (ICSV24) 
sponsored by the International Institute of Acoustics and Vibration 
London, England, July 23-27, 2017 


National Aeronautics and 
Space Administration 


Glenn Research Center 
Cleveland, Ohio 44135 


September 2017 


Trade names and trademarks are used in this report for identification 
only. Their usage does not constitute an official endorsement, 


either expressed or implied, by the National Aeronautics and 
Space Administration. 


Level of Review: This material has been technically reviewed by technical management. 


Available from 


NASA STI Program National Technical Information Service 
Mail Stop 148 5285 Port Royal Road 
NASA Langley Research Center Springfield, VA 22161 
Hampton, VA 23681-2199 703-605-6000 


This report is available in electronic form at http://www.sti-nasa.gov/ and http://ntrs.nasa.gov/ 


Examination of the Structural Response of the Orion European 
Service Module to Reverberant and Direct Field Acoustic Testing 


Mark E. McNelis, William O. Hughes, Jeffrey M. Larko, and Samantha A. Bittinger 
National Aeronautics and Space Administration 
Glenn Research Center 
Cleveland, Ohio 44135 


Cyprien Le-Plenier 
Airbus Safran Launchers 
78130 Les Mureaux, France 


Vincent A. Fogt 
National Aeronautics and Space Administration 
Johnson Space Center 
Houston, Texas 77058 


Ivan Ngan and Anthony C. Thirkettle 
European Space Agency 
European Space Research and Technology Centre 
2200 Noordwijk, Netherlands 


Mitch Skinner 
Lockheed Martin Company 
Denver, Colorado 80125 


Paul Larkin 
MSI DFAT Services, LLC 
Baltimore, Maryland 21207 


Abstract 


The NASA Orion Multi-Purpose Crew Vehicle (MPCV), comprised of the Service Module, the 
Crew Module, and the Launch Abort System, is the next generation human spacecraft designed and built 
for deep space exploration. Orion will launch on NASA’s new heavy-lift rocket, the Space Launch 
System. The European Space Agency (ESA) is responsible for providing the propulsion sub-assembly of 
the Service Module to NASA, called the European Service Module (ESM). The ESM is being designed 
and built by Airbus Safran Launchers for ESA. 

Traditionally, NASA has utilized reverberant acoustic testing for qualification of spaceflight 
hardware. The ESM Structural Test Article (E-STA) was tested at the NASA Plum Brook Station’s (PBS) 
Reverberant Acoustic Test Facility in April to May 2016. 

However, Orion is evaluating an alternative acoustic test method, using direct field acoustic 
excitation, for the MPCV’s Service Module and Crew Module. Lockheed Martin is responsible for the 
Orion proof-of-concept direct field acoustic test program. The E-STA was exposed to direct field acoustic 
testing at NASA PBS in February 2017. 

This paper compares the dynamic response of the E-STA structure and its components to both the 
reverberant and direct field acoustic test excitations. Advantages and disadvantages of direct field 
acoustic test excitation method are discussed. 
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Introduction 


The NASA Orion Multi-Purpose Crew Vehicle (MPCV), comprised of the Service Module, the 
Crew Module, and the Launch Abort System, is the next generation human spacecraft designed and built 
for deep space exploration. The Service Module is made up of the Crew Module Adapter (CMA) and 
Spacecraft Adapter Jettison (SAJ) Fairings, which are supplied by Lockheed Martin, and the European 
Service Module (ESM), designed and built by Airbus Safran Launchers for the European Space Agency. 
Figure | illustrates the Orion MPCV spacecraft and its components. 

The Orion MPCV will launch on NASA’s new heavy-lift rocket, the Space Launch System. The 
Exploration Mission-1 (EM-1) is an un-crewed mission of the Space Launch System/Orion MPCV with a 
mission timeline of about three weeks to go beyond the Moon and back to the Earth in 2019. 

In order to qualify the ESM for flight, a comprehensive test campaign (Ref. 1) was conducted at 
NASA’s Plum Brook Station (PBS) in Sandusky, Ohio using dedicated qualification test hardware, the 
European Service Module Structural Test Article (E-STA). The test campaign included acoustic, sine 
vibration, and shock environmental testing, as well as solar array deployment testing. 

Reverberant acoustic testing was performed in April to May 2016 on the E-STA to achieve several 
test objectives: verifying structural capability under acoustic loading, validating dynamic models, 
validating ESM’s components random vibration test specifications, and qualifying the Solar Array Wing 
(SAW). The SAW is a large, lightweight panel, which couples well to the acoustic field. 

The E-STA also was exposed to direct field acoustic testing (DFAT) in February 2017 to demonstrate 
an alternative test approach for efficient testing of Orion MPCV flight production modules. The DFAT 
test objectives included achieving the protoqual acoustic excitation levels and predicted ESM flight 
response, as well as demonstrating the capability to response limit. 

The objective of this paper is to compare the structural vibration response of the E-STA using similar 
acoustic test levels but with different types of acoustic excitation (reverberant and direct field). Over 700 
instrumentation channels (microphones, accelerometers, and strain gauges) were measured in each test 
program. Emphasis during both acoustic test programs was the critical structural response of the SAW. 


Service Module (SM) 
| 


/ \ 
European Service Crew Module 
Module (ESM) Adaptor (CMA) 


Crew Module (CM) 


Fairings (SAJs) 


\ - 


Launch Abort System (LAS) 
Figure 1.—Orion Multi-Purpose Crew Vehicle. 
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Spaceflight Hardware Acoustic Testing 


Reverberant acoustic testing is the traditional test method used for well over 40 years to qualify 
spaceflight hardware. In a reverberant acoustic test, an approximately diffuse acoustic field is produced 
by a dedicated test facility with hard reflective walls and an acoustic noise generation system comprised 
of individually controlled horn/modulators. Test control is maintained using a one-third-octave band 
control system. 

Orion is evaluating an alternative acoustic test approach using DFAT at the module level. DFAT uses 
a portable acoustic test setup of commercial speaker stacks that are assembled to surround the test article. 
The Multiple-Input Multiple-Output (MIMO) acoustic control strategy controls each speaker stack via 
separate, independent drive signals with feedback from multiple, independent control microphones. 


Reverberant Acoustic Testing 


The Reverberant Acoustic Test Facility (RATF) (Ref. 2) at NASA PBS is a reverberant test facility 
capable of achieving an empty chamber overall sound pressure level (OASPL) of 163 dB using a 
combination of 36 horn/modulators grouped at seven different horn cut-off frequencies (25, 35, 50, 80, 
100, 160, and 250 Hz). The combination of the RATF size (2,860 m?) and acoustic power is 
unprecedented amongst the world’s known active reverberant acoustic test facilities. 

The E-STA was tested at RATF in April to May 2016 (Ref. 3). Ten reverberant tests were performed 
at various sound pressure levels and two propellant tank fill conditions (empty, filled). Figure 2(a) 
illustrates the E-STA test article as configured for reverberant acoustic testing in the RATF. Figure 2(b) 
identifies the pertinent test article components: SAW, Service Module (SM) Outer Cavity, and SAJ 
Fairings. The E-STA was excited to external qualification levels as high as 149.4 dB OASPL for test 
durations as long as 180 seconds. Modifying the RATF-generated external noise to achieve the target 
sound pressure levels in the SM Outer Cavity (acoustic cavity behind the SAJ Fairings) was critical in 
achieving the test objectives of exciting the E-STA components correctly, especially for the SAW 
Qualification Model (QM). The acoustic field in low frequency (f < 50 Hz) was difficult to reach due to 
inherent room modes of the reverberant chamber and the constraints on the shape of the targeted 
spectrum. Otherwise, all the test objectives were successfully met. 


CM/Heatshield 
Simulator 


i. a — 


cS SAW SM Outer Cavity SAJ Fairing 
(a) (b) 


Figure 2.—E-STA Reverberant Acoustic Test Configuration. 
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Direct Field Acoustic Testing 


The E-STA was exposed to DFAT excitation at NASA PBS in February 2017. Lockheed Martin is 
responsible for the Orion proof-of-concept DFAT program and contracted with MSI DFAT Services, LLC 
to conduct the test. Figure 3 illustrates the E-STA test article as configured in the DFAT. The SAW QM 
is highlighted in Figure 3(a), and the fully assembled speaker stack configuration is shown in Figure 3(b). 
Test configuration differences from the Reverberant acoustic test include the absence of both the SAJ 
Fairings and the Crew Module/Heatshield mass simulators in the DFAT. Due to the current DFAT 
external excitation limitations (maximum achievable sound pressure level < 147 dB OASPL), the SAJ 
Fairings were removed for the DFAT configuration to enable test control at targeted SM Outer Cavity test 
levels. The Crew Module/Heatshield Simulator was removed from the DFAT configuration based on 
Lockheed Martin’s pre-test analysis that indicated the critical E-STA structural responses were still 
similar to that of the Reverberant test configuration. The SAW QM structural vibration was response 
limited during the DFAT to protect it from exceeding its component qualification levels that were 
established in the E-STA Reverberant test. 

A total of seven DFAT tests were successfully completed on the E-STA, all with an empty propellant 
tank configuration. The highest DFAT test level was 143.8 dB OASPL. 

The DFAT system provided by MSI consisted of ten speaker stacks each with fifteen sub-woofer 
boxes, and ten speaker stacks each with eighteen 3-way boxes arranged in a cylinder around the E-STA. 
The inner diameter of the E-STA test volume was 8.5 m and the total height was 9.6 m. The frequency 
range was covered from 20 Hz to approximately 250 Hz by the sub-woofer boxes, and from 160 Hz to 
10 kHz by the 3-way boxes. 

Test control was provided by a MIMO acoustic closed-loop control system using fifteen independent 
drives that were mixed to improve spatial uniformity and then delivered to each of the speaker stacks. 
Audio feedback was provided by fifteen independent control microphones randomly placed within the 
test annulus and above the E-STA. The controller used narrow-band (3.125 Hz) spectral analysis to 
compute and compare with the one-third-octave reference level that was internally converted to a 
narrow-band reference. Narrow-band acoustic control provides all features normally available for random 
vibration control, including response limiting and over-test protection. 


(b) 
Figure 3.—E-STA Direct Field Acoustic Test Configuration. 
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The entire DFAT system was delivered to NASA PBS in five trucks (four full-sized trailers and one 
half-size trailer), plus a separate trailer that contained the diesel generator system. The complete process 
of unloading, installing, checking out the equipment, making seven separate test runs with intermediate 
data review and meetings by NASA and other customer personnel, disassembling and reloading the 
equipment, took only six days. The DFAT process went smoothly from end to end, and represented the 
128" DFAT provided by MSI over the last 16 years, and the 3rd DFAT for the Orion MPCV program. 


Test Results: Comparison of E-STA Structural Vibration Response 


Similar sound pressure levels (136.2 dB OASPL) and spectral shape were applied in both the Reverberant 
and the DFAT acoustic tests of the E-STA. These respective acoustic excitation levels represented the 
measured SM Outer Cavity level during one of the Reverberant tests with SAJ (Qualification level - 6 dB), and 
the corresponding excitation level for the DFAT without SAJ. The structural response comparisons shown in 
this paper for these two tests focus on the SAW QM locations, as well as the flight-like Water Tank and the 
Orbital Maneuvering System Engine (OMS-E). Only a very limited subset of the over 700 instrumentation 
channels from the E-STA DFAT test has been analysed to date. 

The SAW QM structural vibration was response limited during DFAT in order to protect it from 
exceeding its component qualification levels established during the E-STA Reverberant tests. This 
response limiting was implemented using the Panel 3 normal-direction accelerometer (Figure 4(a), 
accelerometer A148Z) at the corner of the SAW QM. Response limiting protected the SAW QM from 
fatigue damage when testing to the full acoustic level, by reducing the in-plane micro-strain in the hold 
down Panel 3 location (Figure 4(b), Strain Gauge SG190). 

In general, the SAW QM structural responses have a similar spectral shape (Figure 5) for the two 
tests for both acceleration and strain. At 90 Hz, a higher response is observed in the DFAT test compared 
to the reverberant test. This corresponds to the DFAT excitation strongly coupling with the SAW QM’s 
large lightweight panel structural resonance. The structural response differences noted in low frequency 
(f < 40 Hz) are in part due to structure-borne random vibration transmission from the SAJ Fairings to the 
ESM. This structural response is not present in the DFAT test (without the SAJ Fairings) compared to the 
Reverberant test (with the SAJ Fairings). 

The structural responses for both the OMS-E interface (normal direction to the support) and the 
Water Tank (in-plane direction) remain within acceptable tolerances between the Reverberant and the 
DFAT (Figure 6). Even though the results of these comparisons are promising for this ESTA DFAT 
development test, further detailed analyses will have to be performed prior to the EM-1 Service Module 
DFAT protoqual test to avoid equipment overstressing with regards to their qualification levels before the 
first flight. 


Figure 4.—SAW QM Instrumentation on Panel 3. 
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Solar Array Wing Accelerometer A148Z 
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Figure 5—_SAW QM Structural Responses Comparisons (Accelerometer A148Z and Strain Gauge SG190). 
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Figure 6.—OMS-E Interface and Water Tank Bottom Interface Structural Responses Comparisons. 


Advantages and Disadvantages of Direct Field Acoustic Testing 


DFAT has been utilized for system level acoustic testing of spaceflight hardware for over 16 years 
(Refs. 4 to 7). Through the application of the testing technology, implementation advantages and 
disadvantages have been identified. NASA-HDBK-7010 (Ref. 8) provides technical guidance on DFAT 
including pre-test analysis, test planning and setup, response instrumentation, and test control. 


Advantages 


The main advantage of DFAT is the test facility portability, providing the convenience of assembling 
the test facility on-site without the transportation expense and risk to the test article. This eliminates the 
need for permanent infrastructure and maintenance associated with reverberant test facilities. 

Direct field acoustic control is based on vibration shaker system control technology, with the ability 
to employ narrow-band random control and structural response limiting during testing. This is in contrast 
to reverberant acoustic control systems that use one-third-octave bandwidth control, and does not have the 


ability to structurally response limit. 
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Disadvantages 


Historically, the main disadvantage of DFAT is spatial uniformity issues (hot and cold spots), 
resulting from constructive and destructive wave interference patterns and standing waves in the acoustic 
excitation field, with the potential of over-testing or under-testing the test article. However, recent 
innovations in the direct field acoustic control strategy has evolved from the early DFAT of using 
Single-Input Single-Output (SISO) and Multiple-Input Single-Output (MISO) to the current 
state-of-the-art testing utilizing MIMO acoustic control. The MIMO acoustic control strategy (Ref. 9) 
improves spatial uniformity by creating a less coherent acoustic field. 

Direct field acoustic testing is limited in the maximum achievable acoustic sound pressure level 
(< 147 dB OASPL) and continuous test duration (30 seconds) for high excitation levels. The trade-off of 
achievable sound level and test duration are due to the limits in the speaker acoustic power that can be 
generated without overheating of the speaker cone, coils, and amplifiers. A cool down period between 
DFAT runs is typically required to prevent damage to the speaker and amplifier hardware. 

The vibroacoustic prediction of the direct field acoustic test is an area of research and investigation 
(Refs. 10 and 11), particularly focused on improved modeling of the acoustic-structure interaction of the 
direct acoustic field with the test article. Promising results have been obtained using the Boundary 
Element Method to estimate the direct field by modeling each speaker source individually (Ref. 12). 


Conclusions 


The E-STA acoustic test campaign provided a unique opportunity to compare the structural response 
of a complex flight-like test article to both reverberant and direct field acoustic excitations. The E-STA 
was tested in a reverberant chamber to its predicted qualification test levels to meet multiple test 
objectives to advance the qualification of the ESM hardware, and enhance design and modeling 
confidence. The E-STA was also exposed to DFAT to demonstrate an alternative test approach for 
efficient testing of Orion MPCV flight production modules. Over 700 instrumentation channels were 
recorded in each test. 

Due to the current limitation of speaker power, the DFAT test level was unable to reach the ESM high 
external sound levels, as achieved in the Reverberant test to the actual launch environment. Therefore, the 
SAJ Fairings were removed for the DFAT testing in order to excite the E-STA to the SM Outer Cavity’s 
acoustic levels measured in the Reverberant test (with the SAJ Fairings). 

With this configuration change, similar sound pressure levels were applied in both the Reverberant 
and the DFAT acoustic tests of the E-STA. This allows a comparison of the structural response of the 
E-STA hardware for similar sound pressure levels but for two different types of excitation (reverberant 
and direct field). It was observed that the structural responses for the two types of excitation resulted in 
similar spectral shapes. The large lightweight panel structure (SAW) did couple more strongly at its panel 
resonant frequency in the DFAT tests. Other differences are within acceptable test tolerances or explained 
by test configuration differences. 

Because of the SAW QM’s strong coupling to the direct field acoustics, response limiting was 
employed to protect against excessive fatigue damage. It was observed that the SAW QM 90 Hz resonant 
response was greater in the DFAT test relative to the Reverberant test response. When implementing 
response limiting in DFAT, care should be taken to ensure other test components are not under-tested. 

Neither the reverberant nor direct field test excitations exactly match the actual launch acoustic 
environment, which is a mixture of diffuse and propagating waves. Reverberant testing has a long history 
of success of qualifying aerospace hardware, whereas DFAT is experiencing increasingly widespread use 
in the satellite industry and has made substantial improvements in the last decade, especially relative to 
the usage of MIMO control to improve spatial uniformity of its acoustic field. The Orion MPCV Project 
will continue to assess the advantages and disadvantages of the reverberant and direct field acoustic 
excitation types and their effects on spaceflight hardware qualification. 
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